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MEMORANDUM FOR: AFCIG-5 

Headquarters, USAF 

SUBJECT : Plug-In Unite tor Noise and Field Intensity 

Meter 


1. The Project Depot has a requirement fo r the following 
equipment to support a contractor ! 


25X1 A 


Quantity 


Stock Number 


Noninclature 


1 ea 
1 ea 
1 ea 
1 ea 


5895-769-6776 

5895-769-4229 

5895-769-4231 

5895-769-4232 


Plug-In, T1NF112 
Plug-In, T2NF112 
Plug-In, T3MF112 
Plug-In, T4NF112 


2. The Project Depot has informed us that the above 
items are available from AF supply sources on a one for one 
basis. The above are required as "Initial Issue", there- 
fore, no reparable items are available for turn-in. 


3. Bequest your office take action to obtain the above 
as "Initial Issue" for delivering to the Project Depot. We 
will assume the items will be in place by 15 February 1963 
unless otherwise notified. 

FOR THE DEPUTY DIRECTOR (RESEARCH) 


BY: 


! 07^ 


jAarcr* 

Colonel 


lOir/*' ;T» 


USAF 
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MD/OSA-DD/R 


(23 Jan 63) 


Dist: Cy 1 - Addee 

2 - AD/OSA-DD/R 

3 - MD/OSA-DD/R 
l 4 - RIB/OSA-DD/R 
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